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The Honorable J. Percy Priest 
U. &. House of Representatives 
Washincton 25, D. ¢. 


Dear Er. Priest: 


Thank you for your letter of 1 May 1993, in behalf of if. 
STAT _ ete bas applion for e pontiion with this Agwcy, 
STAT (2 application was given careful consideration 


when he applied. Unfortunately, however, wo did not have a 
suitable vacancy for him and he res inforred of this by our 
Personnel office on 5 May 1953. 


Since receipt of your letter, I have had[S—=s@d STAT 
papers reviewed in the licht of current vacancies and I resre. 
to say that we still de not have a suitable vacancy for him. 


Your interest in the Central Intelligence Apency 
sreatly appreciated. 


Sincerely, 


STAT 
Allen W. Tatdlles 
Director 
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